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INTERNAL USE ONLY 


10 May 1972 


MEMORANDUM FOR: Deputy Director for Plans 
; Deputy Director for Intelligence 
Deputy Director for Science & Technology 
Deputy Director for Support 


SUBJECT: CIA Intelligence Museum 
ee A NN 


1. The Executive Director has asked me to take the 
leadership in exploring the possibilities in developing a 
CIA Intelligence Museum. He has agreed as a first step to 
utilize the display cases now in Corridor 1 D of Headquarters 
which we would move to Corridor 1 A. For our thinking pur- 
poses this settles where it is and the size of the objects. 
(The working measurements of a case are 15x58", two of which 
have an inside height of 15", and two with an inside height 
of 31".) These cases can be locked. . 


LS. 


2. Any objects displayed will have to be either de- 
classified or declassifiable. We must assume that the un- 
cleared public will be seeing these materials, whatever ° 
they may be. - 


3. Within the above parameters I am inviting the ad- 
-dressees to give consideration to those objects involved in 
an intelligence activity of some importance and general 
interest within their purview which might be considered for 
the museum. ' _ 25X1 


STAT 


AT 
Chairman, 
i : ec: Dr. Gottlieb 
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